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NATIONAL FOREWORD 

This Indian Standard ( Part 1 ) which is identical with ISO 3508 : 1976 'Thread run-outs for 
fasteners with thread in accordance with ISO 261 and ISO 262', issued by the International 
Organization for Standardization ( ISO ) was adopted by the Bureau of Indian Standards on 
the recommendations of the Bolts, Nuts and Fasteners Accessories Sectional Committee 
( LM 14 ) and approval of the Light Mechanical Engineering Division Council. 

When a threading operation is not performed throughout the length of the component, then due 
to the necessary throat angle or taper lead on the screwing tool, the last few threads cannot be 
perfectly formed. The length of these washout threads makes the thread run-out on the 
component. 

The standard IS 1369 'Dimensions for screw thread runouts and undercuts' was originally 
published in 1961 and subsequently revised in 1975 and 1982. The present revision has been 
taken up to harmonize it with the corresponding ISO standards and is being published in three 
parts as follows: 

IS 1369 (-Part 1 ) Dimensions for screw thread run-outs for external ISO metric threads 

( Adoption of ISO 3508 : 1 976 ) 
IS 1369 ( Part 2 ) Dimensions for screw thead under-cuts for external ISO metric threads 

( Adoption of ISO 4755 : 1 983 ) 
IS 1369 ( Part 3 ) Dimensions for thread run-outs and under-cuts for internal threads ( blind 

tapped holes ) ( under preparation ) 

The text of ISO Standard has been approved as suitable for publication Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. 
Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear, referring to this standard, they 
should be read as 'Indian Standard'. 

b) Comma ( , ) has been used as a decimal marker while in Indian Standards, the current 
practice is to use point ( . ) as the decimal marker. 

In this adopted standard, reference appears to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards which are to be substituted in their 
place are listed below along with their degree of equivalence for the editions indicated: 

International Standard Corresponding Indian Standard Degree of 

Equivalence 

ISO 261 : 1973* IS 4218 ( Part 2 ) : 1976 ISO metric screw Technically 

threads : Part 2 Diameter pitch combinations equivalent 

( first revision ) 

ISO 262: 1973* IS 12241 : 1987 ISO general purpose metric Identical 

screw threads— Selected sizes for screws, 
bolts and nuts 
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1 SCOPE AND FIELD OF APPLICATION 

This International Standard specifies thread run-outs for fasteners with thread in accordance with ISO 261, ISO general 
purpose metric screw threads — General plan, and with ISO 262, ISO general purpose metric screw threads — Selected sizes 
for screws, bolts and nuts. 

It does not apply to those threaded fasteners where special requirements are laid down in the product standards. 
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b = thread length 



/ = nominal length of the bolt or^crew 



Fully threaded screws — Distance of the last full form thread from the bearing area 




NOTES 

Run-out x normal for all types of screws in product grades A, 6 and C. 

Run-out x short only in cases where a short run-out is required for technical reasons. 

Distance a normal for all types of screws in product grade A. 

Distanced long for all types of screws in product grades B and C. 
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Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply with the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously cheked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attenting to connected matters in the country. 

Copyright 

BIS has copyright of all its publications. No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Revision of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards 
are also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. "Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook' and 'Standards 
Monthly Additions'. Comments on this Indian Standard maybe sent BIS giving the following 
reference: 

Doc: No. LM 14(0135.) 

Aendments Issued Since Publication 

Amend No. Date of Issue Text Affected 
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